February 1920}       THE PEACE CONFERENCE AND AFTER

L. G. : Yes, we have no proper side. Something must be
done. I am taking measures. I have written a letter. Of course
I am strong in the House of Commons, I can go on for four
years and then I can retire. That will be long enough. I shall
then have been in office for seven years. That is time enough
for any man. I don't think I could go on longer. But I agree
that the position is unhealthy. Constant defeats at by-elections
are disheartening to everyone and the party lose enthusiasm.
The members feel that they are not properly supported.
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